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UNCLASSIFIED 

PAGE 01 HONG K 09991 190143Z 
ACTION COME-OO 

INFO OCT-01 EA-12 ISO-OO EB-08 /021 W 

092466 190506Z/17 

R 190020Z AUG 77 
FM AMCONSUL HONG KONG 
TO SECSTATE WASHDC 6365 

UNCLAS HONG KONG 9991 


Message Text 


E.O. 11652: N/A 
TAGS: BENC, HK 

SUBJECT: MAJOR PROJECT: CHINA LIGHT AND POWER COMPANY'S NEW 
GENERATING PLANT 

REF: (A) STATE 189298; (B) HK 8450 

1 . COMOFF DISCUSSED DESIGN STATUS SUBJECT PROJECT WITH 
MR DEAN BARRETT, DIRECTOR AND GENERAL MANAGER OF FIRM. 

BARRETT SAID ALL DESIGNING HAS BEEN COMPLETED BY IN HOUSE 
ENGINEERING STAFF WITH BACK UP ASSISTANCE FROM THE 
CENTRAL ELECTRIC BOARD OF U K. HE ADDED THAT ONLY THE 
HARDWARE PROCUREMENT PHASE REMAINS. HE FURTHER STATED SITE WILL 
BE ON NORTHEASTERN CORNER OF LANTAU ISLAND IF CURRENT TESTS 
PROVE 90 ACRE SITE SUITABLE. 

2. INTERESTED PARTIES SHOULD WRITE: 

MR. DEAN BARRETT, DIRECTOR & GENERAL MANAGER 
CHINA LIGHT & POWER CO. LTD. 

147 ARGYLE STREET 
KOWLOON, HONG KONG 
CROSS 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 19-Aug-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977HONGK09991 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770299-0659 
Format: TEL 
From: HONG KONG 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770845/aaaablmy.tel 

Line Count: 44 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 71200358-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 189298 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 12-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1551927 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: CHINA LIGHT AND POWER COMPANYYS NEW GENERATING PLANT 
TAGS: BENC, HK 
To: STATE 
Type: TE 
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